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MarketResearchReports.Biz industry research reports collection. 

About intravenous access devices 

Intravenous access devices are used for the rapid delivery of nutrients, fluids, and drugs such as 


antibiotics, analgesics, and antipyretics to a patient. It is also used for blood transfusion and the 
correction of electrolyte imbalance. Intravenous access devices include central venous catheters and 
peripheral intravenous catheters. 

Technavio's analysts forecast the global intravenous access devices market to grow at a CAGR of 
7.24% during 2014-2019. 

Download Sample copy of this Report @ 
http://www.marketresearchreports.biz/sample/sample/471628 

Covered in this report 

This report covers the present scenario and growth prospects of the global intravenous access 
devices market for 2015-2019. To calculate the market size, the report considers the revenue 
generated from sales of the following segments: Central venous catheters and peripheral 
intravenous catheters. 

Technavio's report, Global Intravenous Access Devices Market 2015-2019, has been prepared based 
on an in-depth market analysis with inputs from industry experts. The report also covers the 
landscape of the global intravenous access devices market and its growth prospects during the 
forecast period. The report includes a discussion on the 
key vendors operating in this market. 

Key regions 

• Americas 

• APAC 

• EMEA 

Key vendors 

• AngioDynamics 

• B. Braun Melsungen 

• Becton, Dickinson, and Company 

• C.R.Bard 

• Smiths Medical 

Other prominent vendors 

• Argon Medical Devices 

• Boston Scientific 

• Covidien 

• Edwards Lifesciences 

• Medical Components 

• Teleflex 

• Terumo 

• Vascular Pathways 

• VIGMED 


Market driver : Advances in technology 

Market challenge : Complications related to intravenous access devices 
Market trend : Increased use of antimicrobial intravenous access devices 
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MarketResearchReports.biz is the most comprehensive collection of market research reports. 
MarketResearchReports.Biz services are specially designed to save time and money for our clients 
We are a one stop solution for all your research needs, our main offerings are syndicated research 
reports, custom research, subscription access and consulting services. We serve all sizes and types 
of companies spanning across various industries. 
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